DART AEROSPACE LTD 


| Work Order:| č | 
Description: Shim 
inspection Dwg: D4610 Rev: B eee 
FIRST ARTICLE INSPECTION CHECKLIST 
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Measured by: 
Date: 


Rev Date Change 
A 12.05.15 | New Issue 


Audited by: 
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